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PATENTS 

The Union Metal Manufacturing Company 
is the sole manufacturer of Pressed Metal 
Columns and Lamp Standards and markets 
these lines under the Trade Names of Union 
Metal Columns and Union Metal Lamp Stand- 
ards. 

Union Metal Columns and Union Metal 
Lamp Standards and the machines and dies 
used in their manufacture are covered by nu- 
merous patents and pending applications, all 
of which are owned by The Union Metal Man- 
ufacturing Company, Canton, Ohio. Any in- 
fringements will he promptly and vigorously 
prosecuted. 

THE UNION METAL MFG. CO. 
CANTON, OHIO 
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A Pergola For Your Garden 




THERE is no lawn or garden so beautiful that a well designed pergola will 
not add to its charm and increase its value. 

The pergola offers a needed contrast to the solid masses of color and foli- 
age. It breaks up the monotony of level grounds into restful spaces and at- 
tractive nooks. 

The graceful, upright lines of the columns are an ideal background for 
climbing vines, and as the trellised beams overhead become covered, the per- 
gola is the most pleasant feature of the garden. 

But more important than all this, the pergola extends a continual invita- 
tion to its owner and guests to walk through the grounds or to rest in its 
shade. There is something about the rows of vine covered columns which is 
almost human in its influence and which leads you to spend more time in the 
outdoor air. 

You cannot realize the full enjoyment of your home grounds unless they 
include a pergola. 
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Union Metal Pergolas 



The value of a pergola depends on its permanence. 

How often a pergola on which the vines have just reached the perfection 
of maturity must be entirely torn down to replace wood columns which 
have split or rotted at the base. 

The dampness of the ground and the mass of vines and shrubbery make a 
place in which no wood column can long hold together. It swells in the 
moisture, shrinks again with the hot sunshine, and soon the cracks appear, 
exposing unpainted wood to the certain effects of decay. Freezing and 
thawing heave and twist the wood column and hasten the splitting and 
opening up of joints. 



Union Metal Columns 



How, then, can a pergola be made permanent? By 
using Union Metal Columns, "The Ones That Last* 
a Lifetime/' 

These columns have solved the splitting and rotting 
problem on thousands of porches and entrances, and 
are being used for pergolas everywhere, 

The shafts are of galvanized open hearth steel, rolled 
and tight coated with spelter, especially for this pur- 
pose. 

They are fluted and pressed into shape bv special dies 
and machinery which give the column the correct 
architectural form and the necessary classical fea- 
tures of entasis and stop flutes. 

The base, capital and all parts of these pergola col- 
umns are of metal and coated inside and out with a 
special priming paint, which will not peel and to 
which finishing coats will tightly adhere. 



Complete Pergolas 



CAST IftO* CAMTX. 



STOPPED FLUTES 
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Cross Section 

showing 

Union Aletal 

Column Construction 



Union Metal Pergolas are finished complete in every detail and ready 
to put in place. The beams are of cypress, cut to length, fitted and fur- 
nished with bolts, so that they can be easily bolted together. There are 
no nails used in the body of the pergola. 

The whole pergola is secured to its foundation by a long Y$ f tie rod 
which extends from the top of the superstructure down through the col- 
umn and projects 12 inches into the concrete or other material used for 
the base. 
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Built in Sections 



The Pergola is built up in sections. The first or primary section con- 
sists of four columns with all the necessary beams and rafters. This 
makes a complete four column pergola, 8 feet square, from center to 
center of columns. 

Each additional or secondary section, then contains two columns and 
superstructure, so that one primary and one secondary section would 
make a complete six column Pergola. 

You can order a Union Metal Pergola of any number of sections to 
lit your location, and erect it yourself if you desire, with little trouble and 
at a very reasonable cost. It will last you as long as the house itself. 



Roof Garden Pergolas 



The ordinances of most cities prohibit any wood whatever in a roof 
garden. The Union Metal Pergola is in such cases the only one that can 
be used, and can be furnished with special steel beams and rafters to com- 
ply with regulations. 




These drawings show the construction and dimensions of Union Metal Pergolas including 
the superstructure and the method of attaching to the base 
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Union Metal Pergola Designs 




Union Metal Pergola— Design No. 240-C Columns 8 ft. high and 12 inches in diameter 



The illustra- 
t i o n s s h o w a 
three section 
Union Metal Per- 
gola (one Pri- 
m a r y and t w o 
Secondary sec- 
tions) in two dif- 
ferent designs of 
c o 1 u ni n. The 
diameter of the 
columns in De- 
sign 237-B is 10 
inches, making a 
slender, graceful 
appea ring per- 
gola ; while De- 
sign 240-C has 12 
inch coin m n s 
which give an im- 
pression of rug- 
g e (I n e s s and 
strength. 




Union Metal Pergola — Design No. 237-B 
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Columns 8 ft. high and 10 inches in diameter 
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Designs of Columns 




Design 240 
Modern Doric 



Design 700 
Greek Doric 



Design 200 
Plain Doric 



Design 237 
Modern Ionic 



ivailable in Union Metal Pergolas. 



Four different column designs are 
These columns are shown above. The table below gives the sizes of columns 
that are recommended for Union Metal pergolas. Where columns only are de- 
sired, special prices can be quoted. 

Pergola Sizes and Designs— Prices on Application 



Pergola 
Design No. 



Style of 

( '< -liinin 



Base diam. 
of Shaft 



Height of 
L'i ilumii 



Dimensions 
Beams Rafters 



240-B 

240-C 


Modern Doric 
Modern Doric 


111 
12 


inches 
inches 


8 
8 


feet 
feet 


2" x 8" 
2" x 8" 


2" x 6" 
2"x6" 


700-C 
700-D 


Greek Doric 
Greek Doric 


12 

14 


inches 

inches 


8 
8 


feet 
feet 


2" x 8" 
2" x 8" 


2" x6" 
2"x6" 


200-B 
200-C 


Plain Doric 
Plain Doric 


10 
12 


inches 
inches 


8 

8 


feet 
feet 


2" x 8" 
2" x 8" 


2" x 6" 
2" x 6" 


237-B 
237-C 

Large Pergolas 

240-X 

700-Y 


Modern Ionic 
Modern Ionic 

Modern Doric 
Greek Doric 


10 

12 

14 
lr» 


inches 
inches 

inches 
inches 


8 
8 

9 
9 


feet 
feet 

feet 
feet 


2" x 8" 
2" x 8" 

3" x 10" 
3" x 10" 


2" x 6" 
2" x 6" 

2" x 8" 
2" x 8" 



Xote : Center to center of columns both ways 8 feet, except Large Pergolas 240-X and 700-Y, which are 
9 feet center to center both ways. 



Special Pergolas 

Our designing* department is prepared at all times to assist in working- out 
special designs and adaptations of the pergola idea. Write us, outlining your 
ideas. 
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Suggestive Designs for Union Metal Pergolas 
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Our Designing Department will help you work them out 
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Pergolas at Washington, D. C, and Cemetery Kiosk, Frederick, Md. 
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Pergola Entrance to Garage 





Pergola combined with Bungalow 




Pergola with Trellises, Columbus, O. 



WmmMM 




Pergola, Ilion, N. V., R. E. Sluiter, Architect 



Band Stand Pergola, City of Philadelphia 




Pergola and Garden Fixtures, Residence Wm. Bott, Columbus, O, 
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Pergola on the Beach at Jamaica, N. V 




Pergola — McDonald Roof Garden 

Salt Lake City 

Headlimd & Kent, Architects 




Pergola — Roof Garden, New York 
Henry Erkins, Architect 




1 



^ 



W 




Roof Garden Pergola 
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Pergola — J. Bum ford Samuel 
Sea Girt, N. J. 
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Pergola — Howard Estates Development Co., Long Island, N. Y. 




Pergola at P. O. Knight Residence, Tampa, Fla. A. H. Johnson, Architect. 





Pergola Arch Over Driveway 



Pool with Garden Fixtures, Columbus, O. 
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Union Metal Garden Fixtures 
and Entrance Standards 




Union Metal Pergola, Lighting Standards, Flower Bowl and Sun Dial 
Residence, Ferd J. Zettler, Canton, Ohio 

Many grounds lend themselves to still further decoration by the tasteful 
use of different garden fixtures. Even the least pretentious garden should have 
its sun dial, and in the larger ones Entrance Standards, Flower Bowls, Bird 
Baths and Drinking Fountains can be placed here and there in a way to add 
interest and charm to the grounds. 

The development of the formal garden, with its Pools, and its various fea- 
tures of lighting and decoration, is one of the most pleasing tendencies in 
American landscape architecture. 

The typical installation above, gives some idea of the varied line of such 
fixtures manufactured by this company. We are the pioneer manufacturers of 
pressed metal lamp standards and of pressed metal columns, and through co- 
operation with leading members of the architectural profession, we have 
developed hundreds of designs, some of which are shown on the opposite page. 

Union Metal Garden Fixtures, Entrance Standards and Wall Brackets are 
completely described in Catalog Number S-102, which will be sent to any reader 
on request. 
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Design No. 829 
Flower Bowl 







Design No. 833 
Sun Dial 



Design No. 834 
Sun Dial 



Design No. 827 
Flower Bowl 



Design No. 755 
Wall Bracket 



Garden Fixtures 

Flower Bowls, Drinking Fountains 

Sun Dials 



Entrance Standards 

Wall Brackets Newel Posts 

CATALOG S-102 




Design No. 557 

Drinking Fountain 

Standard 




Design No, 696 
Exterior Newel 





Design No. 749 

Entrance Standard 



Design No. 750 
Entrance Standard 




Design No, 721 
Entrance Standard 




Design No. 754 
Entrance Standard 
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Union Metal Lamp Standards 




For Ornamental 
Street Lighting 

From the time when orna- 
mental standards began to be 
a factor in better street light- 
ing, Union Metal Lamp Stand- 
ards have been eminently suc- 
cessful from the vital stand- 
points of beauty, safety, dur- 
ability, and economy. Steadily 
their leadership has become 
more pronounced — more widely 
recognized — proving a solid 
foundation of correct construc- 
tion and enduring materials. 

They are more extensively 
used than any other type of 
standard in lighting the busi- 
ness districts of cities and 
towns from coast to coast in 
the United States and Canada. 



At Your Service, Our 
Corps of Specialists 

We have in our organization 
today the same men who ten 
years ago developed and com- 
mercialized ornamental stand- 
ard lighting. 

It was they who first placed 
this business on a practical 
Central Station basis. 

It was they who have been 
leaders in the development of 
new types and designs to 
satisfy successive changes and 
improvements in lighting units. 

At the head of our engineer- 
ing department we have the 
best designer of classical stand- 
ards and architectural columns 
in America. 

In our sales organization are 
men who have assisted in lay- 
ing out over a thousand light- 
ing standard installations in 
this country and abroad. These 
men can render you expert as- 
sistance. Won't you call upon 
them ? 




Design No. 627 — 1 Light 



Design No. 485-C — 5 Lights 



Do You Want Our Handsome Loose-Leaf Catalog on Ornamental Street Lighting ? 

Our Comprehensive Loose-Leaf Catalog S-103 shows single light and cluster standards for all kinds of street, 
park and boulevard lighting. If you are interested send for this catalog 

The Union Metal Manufacturing Co. 

Canton, Ohio 
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Union Metal Columns and Union 
Metal Lamp Standards, were given 
the highest awards by the Superior 
Jury of Awards at the Panama Pacific 
International Exposition, 
at San Francisco. 



